
J.T. JONES #1242 
Chain Accounts Manager 

400 Raritan Center Parkway 
Raritan Center 
Edison, NJ 08837 
908-225-4774 Tax 908-417-9176 


October 6,1994 


Regional Operations Unit #1210 
To: A, V. Adessi, F. L, Maney 

Re: Rx Place Drug Mart (1153-00-00) 

New Store Openings - Changes to Letter of 9/28/94 H 

Dear Managers: 

Rx Place has decided to upgrade size of slide-by-tracks to be installed. Please note 
changes (*). 


Store 

Address 

Authorized Fixture / Display 

Scheduled 
Opening Date 

3720 

18 Union Sq. at 15th St. 

NY, NY 10001 

Store is currently being set up. 

* 14/24 Col SBT / Sav. Disp. Plan "D" 

10/15/94 

3709 

6509 18th Ave. 

Brooklyn, NY 11204 

*14/24 Col SBT / Sav. Disp. Plan "D" 

11/15/94 

3718 

270 Madison Ave. 

NY, NY 10016 

*14/24 Col SBT / Sav. Disp. Plan "D" 

11/15/94 

3719 

11 West 42nd St. 

NY, NY 10017 

*14/24 Col SBT / Sav. Disp. Plan "D" 

11/15/94 


Note: All slide-by-track package fixtures must be painted a light gray color prior to 
installation. Authorization for placement of our SBT's and Saving displays, 24 facings, 
Plan "D", and floor plan-o-gram were previously sent (9/28). All Savings displays are to 
be placed on top of SBT's, in a low profile configuration. 

Insure these calls are placed Into S.I.S., CID #1153-00-00, and schedule 
Installation of our SBT's and Savings displays. 

Your follow through is appreciated. 


Sincerely, 

Jim 

J. T. Jones 

JTJ/fr 

Source: https://www.industrydocuments.ucsf.edu/docs/jqhy0000 


51847 6183 




